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•'®“™ regulations Control Branch 

SUBJiCT ; rroposod Emploroe Bulletin Relative 

Holiday Safety Suggestions 

Attached Is an Employee Bulletin relative to holiday 
safety suKestions. Please publish In sufficient time 
to be meaningful during the holiday season. 
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EMPLOYEE BULLETIN 


Date 


HOLIDAY SAFETY SUGGESTIONS 


f encountered hazards which 

should not be overlooked if we are to enjoy a safe and 
memorable Christmas holiday. ^ ^ 

sources Positioned near 

writf^T-c' "tree lights should bear the Under- 

been pretested? they have 

check everv lights are UL approved, always 

y ring for splits in the wiring and fraying. 

4. Do not leave Christmas tree lights on when thn 
home IS unattended or the family has retired fL ^hfnJgS? 

5. Do not use candles on Christmas trees. 

6. Select only fresh trees. 

7. Use nonflammable ornaments and unbreakahln 

lUriTlLlVer'^ 

shock hazaU - "us^inSi^ecfligiL""" “ electric 

but dcn.t^;ndL1eJ°“u"?L!r:rotharr“A?c5h^l1s1lactor 
dSn^rdn^r accidents. If you drink, 

traffic hazardrsnrr.^° consideration seasonal 

Lxaxric nazards such as slippery roads, poor vi hi 11 'i-vr 

an heavy traffic when you drive during the holiday season. 


HAVE A SAFE AND HAPPY HOLIDAY 

Aip|sn3V^F^rlj^ele^§§ p,IAgl^DP83B00823R000800130047-5 
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Employee Bulletin 


approach the festive Christmas Yule Season let 

cLebratr:?thh,“"^ ** joyoTs tiMe to 

our homes nr a ^ to mourn the loss of 

homes or loved ones as a result of a fire or accident. 

for ChJ?s?Lr^ associated with decorating 

haL5ds following are frequently encountered 

hazards which we cannot overlook if we are to eniov a safe 
and memorable Christmas holiday. ^ ^ 

Your Christmas tree should not be positioned 
near sources of heat such as heat convectors 
electric baseboard heaters or fireplaces. 

Christmas tree lights should bear an Under- 
writers’ Laboratories (UL) label which means 
they have been pretested for an electrical 
short circuit conditions. Even if the lights 
are UL approved, always check each string for 
splits in the wiring and fraying yourself. 

Do not overload the electrical outlet your 
tree lights are plugged into. 

Don't leave your Christmas tree lights on when 
you leave your home unattended or retire for 
the night. 

Don't use candles in lieu of or to supplement 
electric tree lights. 

- Select only fresh trees. If the needles fall 

nonflammable ornaments 
^ branches where 

lights on a 

etallic tree are an electric shock hazard 
- use indirect light. 

The Holiday Season is a time of festivity and for 
a cup of cheer or two, but don't endanger yoirLlf or 

bait of all traffic accidents. Alcohol may not be a 
haSarfs sScras bnt there are othL sLLn:i 

tlidty ?rSfic. 'Visibility and heavy 


Approved For Release 2000/09/14 : CIA-RDP83B00823R000800130047-5 



Approved For Release 2000/09/14 : CIA-RDP83B00823R000800130047-5 


toy should fit^the^age and think a minute. A 

children should not get toys with^shfr^^^small 
that can be pulled off and Lall we5 Parts 

have the UL label. Try to se^er? rf’ toys should 

for any child on your list. ^ ^lai^e-retardant clothing 

Happy New ^ Merry Christmas and a 
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